AAD-87 


American Qousit 

Comfortable and Quiet 

16 Modern Units with tile tub and shower baths and steam heat. 

A well furnished, insulated, roomy motel — having family accom¬ 
modations and kitchenettes. > 

Just off the East "Y" 

On Highway 66 Gallup, N. M. 
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Photo by Mullarky Photo Shop. Gallop. N. M. 
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On Highway 66 (Alt.) — Just off the East "Y" 

GALLUP, NEW MEXICO 










